





DNV:GL 


MANAGEMENT SYSTEM 
CERTIFICATE 


Certificate No: Initial certification date: Valid: 
110036-2012-AQ-GER-DAkkS BS OHSAS 18001: 19. May 2015 19. May 2015 - 18. May 2018 
ISO 14001: 19. May 2012 
ISO 9001: 22. March 1995 


This is to certify that the management system of 


HygroMatik GmbH 


Lise-Meitner-Str. 3, 24558 Henstedt-Ulzburg, Germany 


HYGROMATIK 


has been found to conform to the Management System standards: 


BS OHSAS 18001:2007 
ISO 14001:2004 
ISO 9001:2008 


This certificate is valid for the following scope: 


Development, Production and Sales of: Steam Humidifiers, Aerosol 
Humidifiers, Nozzle atomisers, Evaporators, Dehumidifiers 


Place and date: For the issuing office: 
Essen, 19. May 2015 DNV GL - Business Assurance 
Schnieringshof 14, 45329 Essen, Germany 
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Akkreditierungsstelle Thomas Heck 
D-ZM-18453-01-00 Management Representative 


Lack of fulfilment of conditions as set out in the Certification Agreement may render this Certificate invalid. 
ACCREDITED UNIT: DNV GL Business Assurance Zertifizierung und Umweltgutachter GmbH, Schnieringshof 14, 45329 Essen, Germany. 
TEL: +49 201 7296-222. www.dnvgl.de/assurance 


